Mon Jan  4 17:44:20 PST 2010

Here's the capture and measure record for ppi on scribe8.

Ken took the shots and made the measurements, and we figured
the corresponding dpi using Stu Blair's program.
------------------------------------------------------------------------------
scribe@scribe8-~/tmp/card-9 /home/scribe/Desktop/scribeppiJpeg IMG_0005.JPG  

/home/scribe/Desktop/scribeppiJpeg (v1.0a)
[read][gray_convert][binarize][deskew][process]
median_ppi is 404.571429
Evaluated line count:  365
Activated count:       332
eval invocation count: 1872
out-of-bounds count  : 1429
noisy left count     : 28
noisy right count    : 0
zero_segment_count   : 50
Min PPI: 399.857
Max PPI: 404.714
Avg PPI: 404.512
scribe@scribe8-~/tmp/card-10 /scribe/0/bin/gphoto2 --get-file 6
Downloading 'IMG_0006.JPG' from folder '/store_00010001/DCIM/100EOS5D'...
Saving file as IMG_0006.JPG
scribe@scribe8-~/tmp/card-11 /home/scribe/Desktop/scribeppiJpeg IMG_0006.JPG  




scribe@scribe8-~/tmp/card-16 /scribe/0/bin/gphoto2 --get-file 9
Downloading 'IMG_0009.JPG' from folder '/store_00010001/DCIM/100EOS5D'...
Saving file as IMG_0009.JPG
scribe@scribe8-~/tmp/card-17 /home/scribe/Desktop/scribeppiJpeg IMG_0009.JPG  

/home/scribe/Desktop/scribeppiJpeg (v1.0a)
[read][gray_convert][binarize][deskew][process]
median_ppi is 503.500000
Evaluated line count:  364
Activated count:       325
eval invocation count: 849
out-of-bounds count  : 435
noisy left count     : 49
noisy right count    : 0
zero_segment_count   : 1
Min PPI: 503.167
Max PPI: 503.833
Avg PPI: 503.591
scribe@scribe8-~/tmp/card-18 